
Tobacco 

Institute 

Testing 

Laboratory 


2 Taft Court 
Rockville, 
Maryland 20850 
(301) 294-8582 


June 5,1991 



W, F. KUHN 


Ms. Brenda T. Hodge 
Mr. W illi am F. Kuhn 
Dr. John H. Lauterbach 
Mr. Byron F. Price 
Dr. Fred J. Schultz 
Mr. Gregory A. Sulin 
Mr. Robert S. Pless 

Addressees: 

I am enclosing two new pages, 14 and 15, for the April 30, 1991, Market 
Sample 33 Report to correct entries for Merit De-Nic Ultra Low Tar KFSP and 
KFMSP and for Next De-Nic Ultra Low Tar KFSP and KFMSP. Pseudo rounded 
values were left unconverted to "< 0.05" by our data processing program-a bug 
believed to be corrected. The new entries make these data consistent with those 
reported in the test results section. 



Enclosures (2) 

xc: Ronald S. Goldbrenner 

M.J. McGraw w/o enclosures 
John P. Rupp 
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Source: https://www.industrydocuments.ucsf.edu/docs/hzkk0001 









































